TRANSPORTATION   OF   LIQUIDS.
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and positive action on the varying- pressures of steam with highest
temperature of feed water under pressure or high lift.

Universal Syplions or Steam Jet Pumps.    These apparatuses are
used for moving water or other liquids, where durability, low cost,

Fie. 8g.    DOUBLE TUBE INJECTOR.

simplicity of manipulation is of importance or where an increase of
temperature is beneficial. They are made of brass or iron bodies,
with brass nozzles.
These syphons are advantageously used for lifting bleaching
liquor, milk of lime, water pulp, sugar juice, molasses, chemicals,
etc. The extreme simplicity of the apparatus and certainty of oper-
ation at all times carry their own recommendation. In the majority
of applications, where a heating of the liquid is necessary, the
elevating" of the liquid may be considered an almost costless
operation.